Doctors Say Ruby Rests Comfortably 


DALLAS, Tex., Dec. 18 (AP) 
Doctors at Parkland Hospital 
shifted the position of tubes in 
Jack Ruby’s chest this morning 
but aside from the discomfort 


this caused, the hospital said, 
Ruby is resting comfortably. 

The killer of Lee Harvey Os- 
wald, suffering from a spread- 
ing cancer, has “been eating 


well and is getting out of bed 
at intervals,” the hospital said 
in a morning bulletin. His gen- 
eral condition remains serious. 
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